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SUBJ: ALLOCATION OE SELE-HELP FUNDS: BURUNDI 
REF : (A) 76 STATE 283316, (B) BUJUMBURA 428 

1. AS REQUESTED IN PARA FIVE OF REFTEL (A), BUJUMBURS IS 
PROVIDING DATA ON lAA'S SIGNED MAY 2. OF THE TOTAL OBLIGA- 
TIONAL AUTHORITY OF 90,000 DOLLARS, WE HAVE A BALANCE OE 
35,781.65 DOLLARS, THE BETTER PART OF THIS TO BE ALLOCATED 
BEEOREJULY 1. 

2. (A) lAA: 7 695 050, SIGNED MAY 2, 1977 

(B) TITLE: SUPPLEMENTARY FINANCEING FOR THE MODEL 
AGRICULTURAL FARM AT THE INTERMEDIATE TRAINING 
SCHOOL AT RUGARI 

THE MODEL AGRICULTURAL EARM AT RUGARI IS INTENDED TO 
FACILITATE THE TEACHING OF THE MOST RELEVANT TECHNIQUES TO 
THE 180 STUDENTS WHO ARE BEING TRWPNED EOR THE MOST PART 
TO TEACH IN THE PRIMARY SCHOOLS OF BURUNDI. AGRICULTURAL 
TRAINING WILL SUPPLEMENT THE REGULAR CURRICULUM SO THAT THE 
FUTURE TEACHERS WILL HAVE SOME APPLIED TRAINING IN HORTI- 
CULTURE AND ANIMAL HUSBANDRY. THEY WILL THEN BE BETTER ABLE 
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TO MEET THE VITAL NEEDS OF THE OVERWHELMINGLY RURAL POPULATION. 

(C) USG CONTRIBUTION: 1 1,200.00 DOLLARS. 

3. (A) lAA: 7 695 070, SIGNED MAY 2, 1977. 

(B) TITLE: PURCHASE OF A WATER TANK AND OF A LARGE 
KETTLE XCR THE GOVERNMENT HOSPITAL AT RUMONGE 
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THE GOVERNMENT HOSPITAL AT RUMONGE OFTEN LACKS WATER BECAUSE 
THE SUPPLY FROM RUMONGE IS UNRELIABLE; AND PROVIDING CLEAN 
LINEN IS A PROBLEM BECAUSE THE HOSPITAL HAS NO HOT WATER 
HEATER. TO RPOVIDE ENOUGH WATER FOR THREE DAYS IF NONE CAN 
BE HAD FROM RUMONGE, THE HOSPITAL WILT. BUY A TWELVE-CUBIC 
METER WATER STORAGE TANK. IN ADDITION, TO PROVIDE HOT WATER 
FOR USE IN THE LAUNDRY, THE HOSPITAL WILL BUY A 200-LITER 
ALUMINUM KETTLE IN WHICH TO HEAT WATER. 

(C) USG CONTRIBUTION: 5,100.00 DOLLARS. 

4. (A) lAA: 7 695 080, SIGNED MAY 2, 1977. 

(B) TITLE: FINANCING THE CONSTRUCTION OF TWO SCHOOLS AT 
BUGONDO AND GATAKAZI 

THE WORLD GOSPEL CHURCH OPERATES A PRIMARY SCHOOL SYSTEM 
WHOSE COURSE OF INSTRUCTION IS THAT OF THE MINISTRY OF 
NATIONAL EDUCATION. MANY OF THE CLASSES IN WHICH 2,200 

STUDENTS ENROLLED 

ARE TAUGHT IN PERMANENT BUILDINGS, 

BUT OTHERS ARE TAUGHT IN MUD-WALLED, GRASSROOFED HUTS SUCH 
AS THOSE AT BUGONDO AND GATAKAZI. ABOUT 300 STUDENTS ARE 
ENROLLED IN THESE LATTER TWO SCHOOLS WHICH ARE IN GROSS 
DISREPAIR, A FACT WHICH HAS PROMPTED THE MISSION TO REQUEST 
FUNDS TO REPLACE THEM WITH TWO SCHOOLS OF CEMENT CONSTRUCTION 
AND CORRUGATED METAL ROOFING, EACH CONTAINING SIX 
CLASSROOMS. 
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5. COPIES OF THE lAA'S MENTIONED ABOVE ARE BEING AIRPOUCHED 
FOR AF/EPS, AID/SER/FM/RSD, AND AFR/DP. 

ISOM 
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